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design,  Harold  L.  Alt,  Oct.  61 
Business  of  contracting,  Apr.  108,  June  110, 
Aug.  96,  Sept.  Ill 

B.T.U.  club,  new  name  for  Los  Angeles,  Sept. 
112 

Cabot’s  quilt,  tests  of.  May  113 
Calvert,  Norman  W„  compressing  low-pressure 
steam  for  process  work,  July  121 
Canadian  plumbing  and  heating  guild,  organ¬ 
ization  of,  Aug.  95 

hopes  soon  to  begin  activities.  Sept.  108 
Carbon  monoxide  and  ozone.  May  97 
Carnahan,  Glenn  C.,  the  sale  of  gas  for  heat¬ 
ing,  May  69 

figuring  the  heating  load  in  Chicago,  June 
96 

Carrasco.  S.,  ventilating  system  for  moving- 
picture  theater,  Nov.  77,  Dec.  78 
Cave  dwellings,  as  a  solution  of  weather 
troubles,  made  feasible  by  modern  ventila¬ 
tion,  Jan.  91 

Cecil.  George,  keeping  cool  in  India,  June  61 
Cellular  concrete  and  its  heat-insulating  prop¬ 
erties,  T.  W.  Reynolds,  Oct.  102 
Celotex  industrial  board  and  standard  build¬ 
ing  board,  uses  of.  Apr.  120 
Central  heating  plant,  Purdue’s  new,  J.  D. 

Hoffman.  July  69,  Aug.  64 
Central  station  heating,  past  year  sees  record 
growth  in,  June  79 

Certified  heating,  Chicago’s  billboard  campaign 
of,  Dec.  113 

Cleveland  uses  billboards  to  advertise, 
June  113 

eight  more  cities  taking  up,  Apr.  91 
national  association  launches  national  pro¬ 
gram,  July  91 

New  York  State  heating  contractors  en¬ 
dorse,  May  109 

operates  in  Boston,  how,  Jan.  99 
Chemistry  of  oil  combustion,  the,  P.  E.  Fansler, 
June  63,  July  72 
Chicago  Oil  Burner  Association 
January  meeting.  Feb.  106 
dealers  discuss  local  permit  situation. 
Mar.  102 

elects  new  officers,  Apr.  95 
Chicago  oil-burner  interests  oppose  in¬ 
crease  in  shipping  rates,  Apr.  96 
C.  U.  Williams  addresses  association,  June 
103 

June  meeting,  July  99 
association  is  incorporated,  Aug.  100 
activities  in  the  association.  Sept.  116 
August  meeting.  Oct.  121 
September  meeting,  Nov.  108 
October  meeting,  Nov.  108 
inaugurates  employment  exchange,  Dec. 
91 

Chimney  performance  tables,  Oct.  90 
Chimneys,  A.  M.  Daniels,  July  80,  Aug.  73 
Chimneys  for  heating  boilers,  a  rational 
method  for  determining  sizes  of,  Feb.  90 
Church  heating  and  ventilation,  Alfred  J.  Off- 
ner,  Jan.  69,  Feb.  72,  Mar.  68 
Coal,  heating  a  six-room  residence  during 
three  winter  months  with  two  tons  of, 
Armin  Elmendorf,  July  123 

heating  ten-room  house  with  No.  1  buck¬ 
wheat  coal,  Oct.  106 
how  many  gallons  of  oil  equal  a  ton  of 
coal?,  Jan.  89 

new  freight  rates  recommend  on  bitu¬ 
minous,  Oct.  104 

oil  fuel  and  the  coal  dealer,  June  108 
the  future  of,  and  its  relation  to  smoke 
abatement,  Aug.  88 

Code  for  testing  insulating  materials,  insula¬ 
tion  manufacturers  adopt  A.S.H.  A  V.E.. 
Dec.  87 

what’s  wrong  with  this,  Aug.  79,  Sept. 

91,  Oct.  86,  Nov.  89 
on  garage  heating,  state  and  municipal, 
Dec.  96 

Combustion,  chemistry  of  oil,  P.  E.  Fansler, 
June  63.  July  72 

of  oil,  some  thoughts  on  the,  P.  E. 

Fansler,  Apr.  61.  May  62.  Sept.  74 
phenomena  at  Carnegie  Institute,  tunnel 
for  study  of.  June  94 

Comparative  conditions  here  and  abroad  in 
the  field  of  air-filter  engineering,  Arthur  E. 
Nealy,  Dec.  88 

Compounds  and  liquids,  boiler.  Oct.  95 
Compressing  low-pressure  steam  for  process 
work,  Norman  W.  Calvert,  July  121 
Concrete  and  its  heat-insulating  properties, 
cellular,  T.  W.  Reynolds,  Oct.  102 
Conductivity  values  for  Insulex,  Apr.  93 
Connections  for  boilers  in  batteries.  Sept.  78 
Construction,  building  cost  data  for  cheap 
versus  quality,  Clyde  A.  Mann,  June  93 
Consumption  cheeks  with  actual  performance, 
how  graphic  analysis  of  steam,  William  J. 
Baldwin.  Jr.,  Sept.  81 

Contest,  winners  in  school  ventilation,  Feb. 
69.  Mar.  77,  Apr.  85 

Contracting,  the  business  of,  Apr.  108,  June 
110,  Aug.  96,  Sept.  Ill 
Control,  converting  a  manual  commercial  oil 
burner  to  semi-automatic  control,  July  124 
Control  of  variable  steam  pressure,  sectional, 
Harold  L.  Alt.  Sept.  65 


Cooling  and  ventilation  of  the  Minneapolis 
Auditorium,  the,  S.  C.  Bloom,  May  63,  June 
58 

Cooling  equipment,  design  of  heating,  venti¬ 
lating  and,  for  two  types  of  theaters,  Harold 
L.  Alt,  Oct.  67,  Nov,  66,  Dec.  73 
Copper  heating  unit,  interesting  tests  deter¬ 
mine  design  of,  July  103 
Correspondence. 

air  elimination  and  proper  height  of  air 
valve  for  steam  and  water-type  radia¬ 
tors,  comparative,  Feb.  104 
boiler  connections  should  be  made,  how. 
Sept.  101 

boiler  overload  when  starting  up  a  heat¬ 
ing  system,  June  99 

connecting  mains,  cross,  at  their  ends, 
July  120 

connections,  wrong,  for  heating  domestic 
water  from  heating  boilers,  Apr.  101 
core  sand  in  radiators,  greasy,  as  a  cause 
of  boiler  foaming,  June  100,  Sept.  102, 
Dec.  101 

desuperheating  steam  for  heating,  Apr. 
101 

drafts,  preventing  excess,  in  cold-air  in¬ 
takes,  Oct.  96 

dry  return  above  the  boiler  water  line, 
the  proper  elevation  of  the,  Oct.  97 
dry  versus  wet  returns.  Sept.  102 
expansion  tanks,  flow  versus  return  con¬ 
nection  for.  Mar.  97 

expansion  tanks  in  steam  heating  system, 
function  of.  Mar.  98 

fittings,  elongation  of,  in  service,  Apr. 
101 

flange  unions  instead  of  regular  eom- 
panion  flanges,  why  we  use,  July  120 
garage  heating  problem,  another.  May  100 
garage  heating  problem,  solution  offered 
as  arbiter  in,  Nov.  99 
hands  across  the  sea.  Mar.  98 
heat  transmission  through  hollow  build¬ 
ing  blocks,  Apr.  99 

heating,  advantages  of  intermittent.  May 
101 

and  ventilation  of  theaters,  salient 
points  in  the,  Oct.  96 
community.  Mar.  98 
garage  near  water-level  of  house  boil¬ 
er  by  means  of  a  combination  steam 
and  water-heating  system,  Feb. 
102,  Apr.  101 

heating  system,  home-run  water.  May  99 
notes,  on  design  of  residence,  June 
101 

one-pipe  versus  vapor  for  oil  or  gas- 
fired  heating  systems.  Sept.  101 
pipe,  difference  between  conduit  and, 
June  101 

points  on  galvanizing.  May  100 
pressure-drop  affects  a  heating  system 
making  necessary  the  use  of  equalizers, 
how.  Mar.  95 

as  affected  by  commercial  pipe  sixes, 
Apr.  100 

radiator  does  not  warm  up  on  a  thermo¬ 
statically-controlled  system,  why  the 
far.  Sept.  102 

repair  of  a  difficult  boiler  job,  easy.  May 
99 

"responsivity”  in  heating  calculations, 
Dec.  101 

roof  ventilators  should  be  ample  in  size, 
Oct.  98 

runouts  without  bleeders,  maximum  length 
of.  Feb.  102 

soot  does  to  the  coal  pile,  what,  July  120 
soot  in  flues  of  heating  boilers,  effect  of, 
Dec.  101 

smoke  flue  to  increase  its  capacity,  divid¬ 
ing  a.  Nov.  101 

steam  mains,  capacity  of,  above  20  in., 
July  110 

stop  valve,  should  a  single  boiler  be 
equipped  with  a.  Apr.  100 
"the  next  size  larger,”  Aug.  99 
threading  of  cast-iron  pipe,  July  119 
underwriters’  loop,  Oct.  97 
vacuum  heating  systems,  sizing,  Aug.  99 
water  leaves  the  boiler,  why,  Feb.  103 
Corridor  venting  and  the  cost  of  recirculation. 
June  91 

Cost  cards — business  of  contracting,  Apr.  108, 
June  110,  Aug.  96.  Sept.  Ill 

data  for  cheap  versus  quality  construction, 
building,  Clyde  A.  Mann,  June  93 
humidification  and  its,  Harold  L.  Alt, 
June  75 

Daniels,  A.  M.,  new  home-study  course  in 
gravity  steam  and  water  heating. 
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Lesson  22.  (cont’d)  Feb.  80 
Lesson  23.  Mar.  72 
Lesson  23.  (cont’d)  Apr.  74 
Lesson  24.  May  77 
Lesson  24.  (cont’d)  June  69 
Lesson  25.  July  80 
Lesson  25.  (cont’d)  Aug.  73 
Lesson  26.  ^pt.  85 
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Lesson  27.  Oct.  76 
Lesson  28.  Nov.  80 
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Data  sheets,  standard  heating  and  ventilating, 
radiation  computing — standard  radiation 
estimating  tables. 

No.  13-Z2 — Eastport,  Me.,  Jan.  98A. 

No.  13-A3 — Madison,  Wis.,  Jan.  98A 
No.  13-B3 — New  Orleans,  La.,  Feb.  98A 
No.  13-C3 — St.  Paul,  Minn.,  Feb.  98A 
No.  13-D3 — Providence,  R.  I.,  Mar.  98A 
No.  50 — pipe  table,  Apr.  98A 
No.  50-A — explanation  of  pipe  table,  Apr. 
98A 

No.  13-E3 — radiation  computing  chart — 
heat  transmission  factors  of  building 
construction.  No.  1,  May  98A 
No.  13-F3 — radiation  computing  chart — 
No.  2,  May  98A 

No.  13-G3 — radiation  computing — direc¬ 
tions  for  using  estimating  charts.  May 
98A 

No.  20  —  air  conditioning  —  refrigeration 
chart  for  air  cooling,  July  122 A 
No.  20A — air  conditioning — how  to  use 
refrigeration  chart  for  air  cooling,  July 
122A 

No.  20B — ^air  conditioning — moisture  re¬ 
gain,  Aug.  114A 

No.  20C — air  conditioning  —  how  to  use 
moisture  regain  chart,  Aug.  114 A 
No.  20D — air  conditioning — dry-bulb  tem¬ 
perature  rise.  Sept.  98A 
No.  20E — air  conditioning  —  how  to  use 
dry-bulb  temperature  rise  chart.  Sept. 
98A 

No.  20F — air  conditioning — wet-bulb  tem¬ 
perature  of  air  mixtures,  Oct.  98A 
No.  20G — air  conditioning  —  how  to  use 
chart  of  wet-bulb  temperature  of  air 
mixtures,  Oct.  98A 

No.  20H  —  air  conditioning  —  dew-point 
temperature  of  air  mixtures.  No.  98A 
No.  201 — air  conditioning  —  how  to  use 
chart  of  dew-point  temperature  of  air 
mixtures,  Nov.  98A 

No.  20J — air  conditioning — dry-bulb  tem¬ 
perature  of  air  mixtures,  Dec.  98A 
No.  20K — air  conditioning  —  how  to  use 
chart  of  dry-bulb  temperature  of  air 
mixtures,  Dec.  98A 

De  Bothezat,  Dr.  George,  what  is  static  pres¬ 
sure?  Dec.  67 

Degree-day  method,  how  the  gas  companies 
are  using  the,  Glenn  C.  Carnahan,  June  95 
Degree-days,  monthly  heating  loads  in,  in  New 
York,  Boston,  Pittsburgh,  Chicago,  and  St. 
Louis,  Dec.  106 

Department  of  Commerce  issues  primer  of 
simplified  practice.  Mar.  92 
Design  and  testing  of  automatic  roof  venti¬ 
lators,  notes  on  the,  A.  J.  Mack,  Aug.  62 
data  for  theater  air  cooling,  original,  S.  L. 

Goodwin,  Mar.  61,  Apr.  66 
of  a  small  community  heating  plant, 
Harold  L.  Alt,  Feb.  66,  Mar.  65 
of  heating,  ventilating  and  cooling  equip¬ 
ment  for  two  types  of  theaters,  Harold 
L.  Alt,  Oct.  67,  Nov.  66,  Dec.  73 
the  influence  of  high  buildings  on  heat¬ 
ing,  Harold  L.  Alt,  Oct.  61 
Designing  Steam  Piping  Systems,  O.  W.  Motz, 
July  75 

Detroit  Lubricator’s  fiftieth  anniversary,  Nov. 
105 

Domestic  and  industrial  oil  burners,  latest 
additions  to  list  of  approved,  Nov.  96 
mechanical  draft  oil  burner  statistics, 
1926-1927,  Feb.  105 

Draft  and  its  part  in  boiler  performance,  T.  W. 
Reynolds,  Nov.  78 

Dunham  Company,  C.  A.,  works  out  method 
of  saving  fuel  which  combines  temperature 
control  and  economy.  Mar.  108 
Elmendorf,  Armin,  heating  a  six-room  resi¬ 
dence  during  three  winter  months  with  two 
tons  of  coal,  July  123 

Endowment  fund  for  research  laboratory, 
Illinois  chapter  starts,  Nov.  106 
Engineers  and  contractors  agree  on  steam 
riser  capacities,  Nov.  61 
Equalizers,  how  pressure  drop  affects  a  heat¬ 
ing  system  making  necessary  the  use  of, 
T.  W.  Reynolds,  Mar,  96 
Ekiuiflo  valves,  simplifying  forced  hot  water 
systems  with,  Aug.  98 

Etna  observatory  heated  by  volcano,  Apr.  84 
Expansion  joint,  applications  of  the  modern, 
Harold  L.  Alt,  Aug.  83 
Expansion  tanks,  flow  versus  return  connec¬ 
tion  for.  Mar.  97 

Exposition,  second  annual  heating  and  venti¬ 
lating,  Apr.  Ill 

Facing  the  facts,  P.  E.  Fansler,  Sept.  74 
Fan-and-duct  system,  a  gas-fired  unit  and, 
Everett  S.  Buck,  May  74 
Fans,  University  of  Kentucky  tests  on  type 
ME,  Feb.  109,  Mar.  116 

what  is  static  pressure.  Dr.  George  De 
Bothezat,  Dec.  67 

Fansler,  P.  E.,  chemistry  of  oil  combustion, 
June  63,  July  72 

facing  the  facts.  Sept.  74 
Mercoids  features  forecast  of  oil-burner 
development,  Nov.  110 
some  thoughts  on  the  combustion  of  oil. 
Apr.  61,  Hay  62 


Fiedler,  H.  W.,  vapor  heating  system  in  school 
ventilation  contest,  Feb.  69 
Flinn,  Alfred  D.,  picking  the  right  boys  for 
engineering  training,  June  105_ 

Floor-coil  heating  system,  a,  William  Sommer, 
Sept.  82 

Fluid  fuel  interests  in  constructive  campaign 
to  utilize  waste  basement  space,  Dec.  94 
Fuel  engineering.  University  of  Pennsylvania 
establishes  a  course  in.  May  97 
Fuels,  impending  changes  in  our  use  of,  Arthur 
D.  Little,  July  74 

P'urnace  code,  gas  industry  accepts  boiler  and, 
Eugene  D.  Milener,  Sept.  99 
Furnaces,  warm-air,  being  rated  by  new 
formula,  Jan.  98 

testing  the  efficiency  of  gas-fired  warm- 
air,  George  B.  Shawn,  Oct.  65 
F'uture  of  ventilation,  the,  C.  F.  Wolfsfeld, 
June  55 

Garage  heating  problem,  solution  offered  as 
arbiter  in,  Nov.  99 

Garage  heating,  state  and  municipal  codes  on, 
Dec.  96 

Gas  a  legitimate  fuel?,  is.  Sept.  100 

companies  are  using  the  degree-day 
method,  how  the,  Glenn  C.  Carnahan, 
June  95 

companies  must  make  service  calls.  Sept. 
100 

companies  rapidly  lining  up  house-heal¬ 
ing  load,  Dec.  92 

I'aH  River  gas  works  co-operates  with 
local  contractors,  Jan.  93 
for  heating,  the  sale  of,  Glenn  C.  Carn¬ 
ahan,  May  69 

heats  large  buildings.  Sept.  96 
heats  office  building,  Oct.  109 
industry  accepts  boiler  and  furnace  code, 
Eugene  D.  Milener,  Sept.  99 
industry  faces  a  problem  in  merchandis¬ 
ing  heating  appliances.  May  96 
interests  recognize  potential  power  of 
heating  contractors,  Nov.  91 
into  the  home,  getting,  June  92 
local  heating  contractors  united  in  gas 
heating  campaign,  Jan.  93 
Purdue  gets  fund  for  gas  engineering  re¬ 
search,  Dec.  103 

rates  reduced  by  New  York  consolidated 
companies  to  encourage  larger  con¬ 
sumption,  Sept.  98 

Thanksgiving  turkey  causes  maximum 
gas  serid-out.  Dec.  10.3 
unusual  applications  of  gas  heating,  Dec. 
103 

Gases,  sampling  and  analysis  of,  Oct.  98 
Gas-fired  unit  and  fan-and-duct  system,  a, 
Everett  S.  Buck,  May  74 
General  Electric  Company,  unit  heaters  in 
plants  of,  Jan.  104 

Geyser  in  California,  another  hot  water.  Mar. 
120 

Glancing  backward. 

1.  Minneapolis  Heat  Regulator  Company, 
Oct.  105 

2.  The  Ric-wiL  Company,  Nov.  104 

3.  The  Powers  Regulator  Company,  Dec. 
112 

Glass  and  what  it  means,  double,  Feb.  86 
Goodwin,  S.  L.,  original  design  data  for  theater 
air  cooling.  Mar.  61,  Apr.  66 
Grates  for  burning  small-sized  anthracite. 

6.  Atlas,  Jan.  106 

7.  Spencer  Heater,  Feb.  107 

8.  Grieve  Grates,  Mar.  Ill 

9.  Tread-Kill,  Apr.  110 

10.  Economy.  May  110 

11.  Oxykol,  Sept.  113 

Gravity  steam  systems,  July  84,  Aug.  72 
Gravity  steam  systems,  Vento  heater  connec¬ 
tions  for,  Nov.  84 

Hall,  Morris  A.,  process  steam  and  its  appli¬ 
cation,  Aug,  82 

Hallett,  EMwin  S.,  the  mechanical  ventilation 
of  the  St.  Louis  schools,  Jan.  65.  Feb.  83, 
Mar.  84,  Apr.  79,  May  73,  June  73 
Health  and  ventilation.  Peter  H.  Bryce,  M.D., 
May  92,  June  104,  July  116,  Aug.  90,  Sept. 
109 

Health  in  schools,  contribution  of  the  engineer 
to  comfort  and,  Feb.  94 
Heat,  drying  lumber  with  electric,  July  78 

double  glass  and  what  it  means,  Feb.  86 
humidification  and  its  cost,  Harold  L.  Alt, 
June  75 

some  thoughts  on  the  combustion  of  oil, 
P.  E.  Fansler,  May  62 
transmission  through  hollow  building 
blocks,  T.  W.  Reynolds,  Apr.  99 
Heated  office  building,  a  study  of  steam  con¬ 
trol  in  an  intermittently,  William  J.  Bald¬ 
win,  Jr.,  Sept.  81 

Heat»”*s  in  n1««fs  of  General  Electic  Company, 

unit,  Jan.  104 

Heaters,  unit  (see  unit  heaters) 

Heating  and  Piping  Contractors  National  As¬ 
sociation. 

certified  heating  operates  in  Boston,  how, 
Jan.  99 

larger  quarters  for  association,  Jan.  108 
committee  on  certified  heating  to  conduct 
a  national  survey,  Jan.  108 
problems  before  heating  industry  dis¬ 
cussed  at  secretaries’  conference,  Jan. 
118 


eight  more  cities  taking  up  “certified 
heating,’’  Apr.  91 

New  York  State  heating  contractors  en¬ 
dorse  certified  heating.  May  109 
new  officers  of  New  York  (3ity  associa¬ 
tion,  May  109 

directions  for  adopting  certified  heating. 
May  109 

thirty  years  of  secretaryship  for  Henry 

B.  Combers,  June  86 

Wisconsin  heating  contractors’  annual 
meeting,  June  111 

report  of  38th  annual  convention,  July  91 
boiler  manufacturers  and  heating  contrac¬ 
tors  in  a  jam  on  ratings,  July  91 
certified  heating  sponsored  by  association, 
July  96 

officers  elected  July  98 
directors  and  committees  meet,  Oct.  108 
new  committee  on  standardization,  Nov. 
107 

certified  heating  to  be  pushed,  Dec.  107 
new  local  associations  join  national  body, 
Dec.  107 

Heating  a  six-room  residence  during  three 
winter  months  with  two  tons  of  coal,  Armin 
Elmendorf,  July  123 

appliances,  gas  industry  faces  a  problem 
in  merchandising.  May  96 
calculations,  “responsivity’’  as  a  factor  in, 

C.  F.  Wolfsfeld,  Aug.  55,  Dec.  101 
certified  operates  in  Boston,  how,  Jan.  99 
circulating  water  in  Britain,  electric.  May 

72 

contractor  should  know  about  law,  what 
the,  Arthur  L.  H.  Street,  June  87 
contractors,  gas  interests  recognize  poten¬ 
tial  power  of,  Nov.  91 
design,  the  influence  of  high  buildings  on, 
Harold  L.  Alt,  Oct.  61 
Eastman  Theater,  value  of  roof  insulation 
proved  in,  Oct.  87 
economics  of  domestic,  July  89 
economy  of  unit  heaters  for  factory,  Apr. 
98 

element  for  range  boiler,  electric.  May  93 
engineering,  special  course  in,  at  Purdue 
University,  Nov.  107 
engineers  and  contractors  agree  on  steam 
riser  capacities,  Nov.  61 
engineers  hail  new  era  in  field  of  equip¬ 
ment  and  design,  Feb.  89 
exhibit  at  the  architectural  exposition. 
May  105 

future  of  house,  Harold  L.  Alt,  Jan.  61 
home-study  course  in  gravity  steam  and 
water  heating,  new,  A.  M.  Daniels 
Lesson  22.  Jan.  75 
Lesson  22.  (cont’d)  Feb.  80 
Lesson  23.  Mar.  72 
Lesson  23.  (cont’d)  Apr.  74 
Lesson  24.  May  77 
Lesson  24.  (cont’d)  June  69 
Lesson  25.  July  80 
Lesson  25.  (cont’d)  Aug.  73 
Lesson  26.  Sept.  85 
Lesson  26.  (cont’d)  Oct.  74 
Lesson  27.  Oct.  76 
Lesson  28.  Nov.  80 
Lesson  29.  Die.  82 

how  would  you  do  it?  Oct.  101,  Nov.  95, 
Dec.  99 

installation,  novel  electric,  at  London  Zoo, 
Oct.  104 

load,  gas  companies  rapidly  lining  up  for 
house,  Dec.  92 

load  in  Chicago,  figuring  the,  Glenn  C. 
Carnahan,  June  95 

loads  in  degree-days,  monthly,  in  New 
York,  Boston,  Pittsburgh,  Chicago  and 
St.  Louis,  Dec.  106 

local  contractors  united  in  gas  heating 
campaign,  Jan.  93 

method  of  calculating  radiation  for  inter¬ 
mittent,  C.  F.  Wolfsfeld,  Sept.  70 
past  year  sees  record  growth  in  central 
station,  June  79 

plant,  design  of  a  small  community, 
Harold  L.  Alt,  Feb.  66,  Mar.  65 
plant,  Purdue’s  new  central,  J.  D.  Hoff¬ 
man,  July  69,  Aug.  64 
plants  are  welded  on  the  job,  entire,  Oct. 
92 

plants  as  fixtures,  John  Simpson,  Julv 
111,  Aug.  86,  Sept.  107,  Oct.  99 
plants  as  the  subject  of  mechanics’  liens, 
John  Simpson,  Oct.  99 
plants,  oil  burners  for  large  low-pressure. 

1.  'Todd,  Aug.  112 

2.  W.  N.  Best,  Sept.  125 

3.  Ballard,  Oct.  116 

4.  Ray,  Nov.  115 

5.  Johnson  Rotary,  Dec.  119 
and  plumbing  industries,  group  advertis¬ 
ing  of  the,  Russell  G.  Greviston,  Nov. 
90 

practical  application  of  fixed  differential 
to  vacuum.  Mar.  108 
problem,  solution  offered  as  arbiter  in 
garage,  Nov.  99 

problem  with  steam  wells,  solving  the, 
Apr.  87 

research  residence,  Columbia  University 
to  have,  Dec.  Ill 
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research  residence  in  sub-zero  weather, 
June  88 

sale  of  gas  for,  Glenn  C.  Carnahan,  May 
69 

state  and  municipal  codes  on  garage,  Dec. 
96 

ten-room  house  with  No.  1  buckwheat 
coal,  Oct.  106 
vapor,  see  Vapor  heating 
ventilating  and  cooiing  equipment  for  two 
types  of  theaters,  design  of,  Harold  L. 
Alt,  Oct.  67,  Nov.  66,  Dec.  73 
and  ventilating  equipment,  Kansas  City 
Liberty  Memorial,  Feb.  61 
and  ventilating  exhibitors  at  Power  Show, 
Dec.  108 

and  ventilating  garages,  Walter  Tusch, 
Apr.  92 

and  ventilating  possibilities  in  South 
America,  S.  Carrasco,  Dec.  78 
and  Ventilating  Salesmen’s  Club  of  Los 
Angeles,  Dec.  100 

and  ventilation,  church,  Alfred  J.  Offner, 
Jan.  69,  Feb.  72,  Mar.  68 
and  ventilation  of  garages,  N.  F.  P,  A. 
report  on.  May  98 

and  ventilation  of  school  houses,  prac¬ 
tical  aspects  of,  Feb.  92 
water  directly  from  the  boilers,  lowering 
the  high  cost  of  swimming  by,  Thad 
Dean  Wheeler,  May  94 
Heating  system,  all-welded  house,  July  114 
boiler  overload  when  starting  up  a,  June 
99 

floor-coil,  William  Sommer,  Sept.  82 
how  not  to  get  results  in  a,  Aug.  101 
how  pressure  drop  affects  a,  making  neces¬ 
sary  the  use  of  equalizers.  T.  W.  Rey¬ 
nolds,  Mar.  95 

notes  on  design  of  residence.  June  101 
one-pipe  versus  vapor  for  oil  or  gas-flred. 
Sept.  101 

runouts  for.  July  85 

short-circuiting  in,  Charles  F.  Wolfsfeld, 
Nov.  71,  Dec.  69 
sizing  vacuum.  Aug.  99 
steam,  designs  and  reports  of,  A.  M. 

Daniels,  Mar.  72,  Apr.  74 
what  is  the  boiler  overload  when  starting 
up  a,  Harold  L.  Alt,  Apr.  89 
Heat-transfer  equipment,  large  shipbuilding 
company  to  manufacture,  Dec.  100 
Hoffman,  J.  D.,  Purdue’s  new  central  heating 
plant,  July  69,  Aug.  64 
Hoffman  dinner  for  Detroit-heating  trade, 
Nov.  Ill 

Holland  Vehicular  Tunnel,  gas  bomb  tests  of, 
Apr.  93  , 

air  test  criticized.  May  96 
now  open  to  traffic,  Nov.  102 
Home,  the  “used,”  and  national  prosperity, 
George  E.  Piper,  Dec.  102 
Home-study  course  in  gravity  steam  and  water 
heating,  A.  M.  Daniels  . 

Lesson  22.  Jan.  75 
Lesson  22.  (cont’d)  Feb.  80 
Lesson  23.  Mar.  72 
Lesson  23.  (cont’d)  Apr.  74 
Lesson  24.  May  77 
Lesson  24.  (cont’d)  June  69 
Lesson  26.  July  80 
Lesson  25.  (cont’d)  Aug.  73 
Lesson  26.  Sept.  86 
Lesson  26.  (cont’d)  Oct.  74 
Lesson  27.  Oct.  76 
Lesson  28.  Nov.  80 
Lesson  29.  Dec.  82 

Hose,  metal,  in  the  oil-burner  field.  June  114 
Hospitals,  schematic  arrangement  of  heating 
and  power  plant  for  Duesseldorf  municipal, 
William  Sommer,  Sept.  82 
Hot  water  systems  with  Equiflo  valves,  sim¬ 
plifying  forced,  Aug.  98 
House,  cast-iron,  Jan.  91 

House,  heating  and  ventilating  a  unit  dwelling, 
Peter  H.  Bryce,  M.  D.,  July  116 
House  heating,  future  of,  Harold  L.  Alt,  Jan. 
61 

load,  gas  companies  rapidly  lining  up  for, 
Dec.  92 

system,  all-welded.  July  114 
with  oil  fuel,  P.  E.  Fansler,  July  124 
Housing  scheme,  a  combined  bridge  and.  Ma.v 
96 

How  our  English  cousins  do  it,  Oct.  92 
How  would  you  do  it?,  Oct.  101,  Nov.  95, 
Dec.  99 

Humidification  and  its  cost,  Harold  L.  Alt, 
June  75. 

Hygrometric  chart,  Australian  practice  as  com¬ 
pared  to  usual  American  methods  with,  A. 
Lewis,  Jan.  80 

Indirect  radiation  for  residences,  Ernest  C. 
Whitaker,  Apr,  71 

Industrial  oil  burners,  latest  additions  to  list 
of  approved  domestic  and,  Nov.  96 
Infiltration,  how  to  figure,  C.  F.  Wolfsfeld, 
May  65 

new  data  on  window  leakage  in  skyscrap¬ 
ers,  Dec.  61 

of  air  through  windows,  some  studies  of, 
July  107  * 

tests  at  University  of  Wisconsin,  June  98 


Insulated  office  building,  test  data  on,  July 
101 

Insulating  materials  and  their  various  prop¬ 
erties,  by  A.G.A.,  Oct.  88 

properties,  cellular  concrete  and  its  heat-, 
Oct.  102 

Insulation  manufacturers  adopt  A.S.H.  &  V.E. 
code  for  testing  insulating  materials,  Dec.  87 
material.  Masonite,  a  structural.  Mar.  106 
of  a  private  house,  Feb.  92 
proves  fireproof  qualities,  building.  May  93 
value  of  roof,  proved  in  heating  Eastman 
Theater,  Oct.  87 

International  Fuel  Congress  in  London  to  treat 
of  heating.  Sept.  77 

Joint,  applications  of  the  modern  expansion. 

Harold  L.  Alt.  Aug.  83 
Journal,  a  new  English  heating.  Sept.  108 
Kansas  City  Liberty  Memorial  heating  and 
ventilating  equipment,  Feb.  61 
Keeping  cool  in  India,  George  Cecil,  June  61 
Kennedy  Valve  Mfg.  Company  fifty  years  old. 
Mar.  116 

Kilns,  design  of  lumber  dry.  Mar.  75,  July  87, 
Aug.  92,  Oct.  72 

Law,  what  the  heating  contractor  should  know 
about,  Arthur  L.  H.  Street,  June  87 
Leakage,  new  data  on  window,  in  skyscrapers, 
Dec.  61 

Legal  decisions. 

air  heating  rates,  Nov.  98 
award  of  contract  for  heating  system  sus¬ 
tained,  June  97 

cooling  system,  construction  of  option  to 
return.  Mar.  110 

heat,  obligation  of  landlord  to  furnish. 
Mar.  110 

heating  plants  as  fixtures,  July  111,  Aug. 
86,  Sept.  107,  Oct.  99 

as  the  subject  of  mechanics’  liens, 
Oct.  99 

heating  schoolhouse,  school  board’s  power 
to  provide  for,  July  113 
heating  system  a  construction  contract, 
contract  for  installation  of,  Aug.  102 
action  for  preparing  plans  and  speci¬ 
fications  for,  June  97 
substantial  performance  of  contract 
to  install,  July  113 

injunction  against  strike,  preliminary,  July 
113 

mechanic’s  lien,  time  for  filing,  for  fur¬ 
nace  replacing  one  unauthorized  by 
building  code.  June  97 
painting  of  radiators,  action  arising  out 
of.  May  95 

power  of  municipality  to  pay  for  work 
and  materails  furnished,  although  con¬ 
tract  therefor  held  illegal.  May  95 
repair  radiators  under  lease  provisions, 
lessor’s  duty  to,  Aug.  102 
steam  heating  company  not  bound  to  heat 
only  small  portion  of  building,  Nov.  98 
installation  as  an  extra.  Mar.  110 
pines  installed  by  owner  in  mill  be¬ 
come  part  of  realty  and  pass  to 
purchaser  thereof,  Nov.  98 
system,  contract  to  install  a  satis¬ 
factory — full  performance,  Nov.  98 
ventilating  sash  in  building  sustains  lien, 
placing — heating  plant  held  a  fixture, 
Apr.  109 

Lewis,  A.,  refrigeration  as  applied  to  air  con¬ 
ditioning,  Jan.  80 

Liberty  Memorial  heating  and  ventilating  equip¬ 
ment.  Kansas  City,  Feb.  61 
Liens,  heating  plants  as  the  subject  of  me¬ 
chanics’,  John  Simpson.  Oct.  99 
Lighting  in  relation  to  health,  house.  Peter 
H.  Bryce,  M.D.,  Aug.  90 
London  Zoo.  novel  electric  heating  installation 
at.  Oct.  104 

Lumber  dcy  kilns,  design  of.  Mar.  75,  July  87, 
Aug.  92,  Oct.  72 

firenroofing  process,  a  new.  Sept.  95 
with  electric  heat,  drying,  July  78 
Mack,  A.  J.,  notes  on  the  design  and  testing 
of  automatic  roof  ventilators,  Aug.  62 
Mains,  determining  steam  requirements  and 
sizes  of,  J.  D.  Hoffman,  Aug.  64 
Mann.  Clyde  A.,  building  cost  data  for  cheap 
versus  quality  construction,  June  93 
Masonite,  a  structural  insulation  material, 
Mar.  106 

Massachusetts  Institute  of  Technology  estab¬ 
lishes  a  course  in  building  construction,  Feb. 
Ill 

May  oil-burner  dealers  in  annual  convention. 
Aug.  95 

Mechanical  ventilation  of  the  St.  Louis  schools. 
Edwin  S.  Hallett,  Jan.  65,  Feb.  83,  Mar,  84, 
Apr.  79,  May  73,  June  73 
Mercoids  features  forecast  of  oil-burner  de¬ 
velopment,  P.  E.  Fansler,  Nov.  110 
Milener.  Eugene  D.,  gas  industry  accepts  boiler 
and  furnace  code.  Sept.  99 
Minneapolis  Auditorium,  the  cooling  and  ven¬ 
tilation  of  the,  S.  C.  Bloom,  May  63,  June  58 
Minneapolis  H«»at  Regulator  Company  holds 
convention,  Aug.  95 
progress  of,  Oct.  106 

Minneapolis  and  Honeywell  companies  con¬ 
solidate,  Dec.  98 


Motz,  O.  W..  designing  steam  piping  systems. 
July  75 

Moving-picture  theater  prize  competition.  Sept. 
76 

winners  in,  Nov.  76,  Dec.  80 
National  District  Heating  Association 

program  for  forthcoming  annual  meeting. 
Mar.  103 

development  committee  permanently  or¬ 
ganized,  Apr.  114 

subjects  for  the  heat  utilization  commit¬ 
tee,  Apr.  114 

program  completed  for  annual  convention. 
May,  104 

report  of  18th  annual  convention,  June  79 
past  year  sees  record  growth  in  central 
station  heating,  June  79 
new  officers,  June  83 

meeting  of  manufacturers’  division,  June 
86 

1928  convention  in  Atlantic  City,  Dec.  110 
National  Fire  Protection  Association 

formulates  revisions  to  oil-burning  regu¬ 
lations,  Apr.  106 

report  on  heating  and  ventilation  of 
garages.  May  98 

amending  blower  systems  code.  May  98 
half  a  million  dollars  for  fire  prevention. 
May  98 

week  devoted  to  fire  prevention.  Sept.  110 
state  and  municipal  codes  on  garage  heat¬ 
ing,  Dec.  96 

technical  committee  program,  Dec.  107 
new  publications,  Dec.  107 
National  Trade  Extension  Bureau 

slogan  of  balanced  management  for  1927, 
Jan.  101 

new  text  book,  Jan.  101 
presidents’  and  secretaries’  conference, 
Feb.  110 

training  steam  fitters  to  sell  heating  ap¬ 
pliances,  Apr.  107 

sales  aid  for  heating  contractors,  June  92 
bureau  makes  comprehensive  home-equip¬ 
ment  survey,  June  109 
model  heating  and  plumbing  store,  Aug. 
97.  Oct.  83 

summer  heating-plant  repairs  urged.  Sept. 
110 

National  Warm-Air  Heating  and  Ventilating 
Association 

warm-air  furnaces  being  rated  by  new 
formula,  Jan.  98 

furnace  industry  preparing  to  “cash  in” 
on  its  research  work.  May  104 
new  edition  of  standard  furnace  code,  Aug. 
95 

National  Tuberculosis  Association  becomes 
“uncontrolled  ventilation”  propagandist.  Mar. 
93 

Nealy,  Arthur  E.,  comparative  conditions  here 
and  abroad  in  the  field  of  air-filter  engineer¬ 
ing,  Dec.  88 

New  York  Oil-Burner  Dealers’  Association 
formed.  July  99 

Nokol  convention  draws  delegates  from  many 
states.  June  115 

Offner.  Alfred  J.,  church  heating  and  ventila¬ 
tion.  Jan.  69,  Feb.  72,  Mar.  68 
Oil  burner,  converting  a  manual  commercial, 
to  semi-automatic  control,  July  124 
dealers’  associations,  new,  June  103 
development,  Mercoids  features  forecast 
of,  P.  E.  Fansler,  Nov.  110 
field,  metal  hose  in  the,  June  114 
industry  plans  huge  advertising  campaign. 
May  83 

interests  oppose  increase  in  shipping  rates, 
Chicago,  Apr.  96 

manufacturers,  important  merger  of,  Oct. 
119 

overproduction  of  oiL  and  lowered  freight 
rates  augur  well  for  industry,  June  98 
recycling  in  the  industry,  again —  Apr.  82 
research  and  advertising  activities  cor¬ 
related.  Sept.  106 

research  laboratory  established  at  Univer¬ 
sity  of  Kentucky,  Apr.  120 
sales,  first  authentic  facts  portray,  Feb. 
105 

service  problem,  solving  the.  Sept.  104 
Oil  burners  are  sold.  when.  Aug.  114 

careless  installation  gives  black  eye  to, 
Feb.  120 

for  large  heating  boilers,  service  and  main¬ 
tenance,  Dec.  89 

for  large  low-pressure  heating  plants 

1.  Todd.  Aug.  112 

2.  W.  N.  Best.  Sept.  125 

3.  Ballard.  Oct.  116 

4.  Ray,  Nov.  115 

5.  Jolinson  Rotary,  Dec.  119 

latest  additions  to  list  of  approved  domes¬ 
tic  and  industrial,  Nov.  96 
present  accepted  practice  in  domestic 

25.  Hardinge.  Jan.  116 

26.  Petro,  Feb.  118 

27.  Sundstrand.  Mar.  118 

28.  Northern,  May  119 

29.  Vesta,  June  122 

30.  Marr.  July  141 

31.  Aladdin,  Aug.  115 

32.  Remington.  Oct.  120 
38.  Rickard,  Nov.  128 
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Oil  burning,  American  Radiator  boilers  for. 
Mar.  116 

regulations,  N.  F.  P.  A.  formulates  re¬ 
visions  to,  Apr.  106 

research  at  Johns  Hopkins  for  the  Oil 
Heating  Institute,  Aug.  100 
Oil  combustion,  the  chemistry  of,  P.  E.  Pans¬ 
ier,  June  63,  July  72 

Oil-fired  boiler,  checking  an,  for  combustion 
volume,  Aug.  61 

Oil-fired  Pacific  boiler  under  test  in  San  Fran¬ 
cisco  hotel  shows  high  efficiency,  Oct.  118 
Oil  fuel  and  the  coal  dealer,  June  108 

apparently  affecting  anthracite  miners, 
Dec.  103 

classification,  committee  D-2  simplifies 
domestic.  Sept.  116 

Oil,  how  many  gallons  of  oil  equal  a  ton  of 
coal?,  Jan.  89 

some  thoughts  on  the  combustion  of,  P.  E. 
Pansier,  Apr.  61,  May  62,  Sept.  74 
Oil-O-Matic  third  convention  a  great  success, 
July  129 

Opposing  viewpoints  in  the  school  ventilation 
controversy.  George  Truman  Palmer,  Jan. 
96 

comment  by  S.  R.  Lewis,  Mar.  94 
Overproduction  of  oil  and  lowered  freight  rates 
augur  well  for  oil-burner  industry,  June  98 
causes  prices  to  drop.  Sept.  116 
“Own  Your  Home”  exposition.  New  York,  Apr. 
120 

heating  equipment  features  Chicago’s, 
May  120 

Ozone,  carbon  monoxide  and.  May  97 
Palmer,  George  Truman,  opposing  viewpoints 
in  the  school  ventilation  controversy,  Jan. 
96 

Panel  system  adopted  in  solution  of  school 
ventilation  problem,  Apr.  85 
Performance  tables,  chimney,  Oct.  90 
Pipe  capacity  at  different  pressures,  how  would 
you  do  it?.  Dec.  99 

flanges  and  fittings,  Oct.  107 
sizes  for  specific  steam  capacity,  how 
would  you  do  it?,  Oct.  101 
Pipecraft,  Jan.  77,  Feb.  77,  Mar.  81,  May  80, 
June  66,  July  84,  Aug.  69,  Sept.  78,  Oct.  81. 
Nov.  84 

Pipes,  why  hot  water  freezes  quicker  than 
cold  water.  Apr.  94 

Piping  and  connections,  A.  M.  Daniels,  Jan. 
75.  Feb.  80 

design,  how  the  path  of  least  resistance 
affects  the.  Charles  F.  Wolfsfeld,  Nov. 
71,  Dec.  69 

problems,  how  expansion  joints  compare 
with  pipe  bends  in  solving,  Harold  L. 
Alt.  Aug.  83 

systems,  designing  steam,  O.  W.  Motz, 
July  75 

Plant,  design  of  a  small  community  heating, 
Harold  L.  Alt,  Feb.  66,  Mar.  65 
Plumbers  take  stand  on  direct  selling,  master, 
Aug.  103 

Power-plant  engineering  exhibit,  steam,  at 
Smithsonian  Institution,  Nov.  108 
Power  show  a  wonderful  exhibit,  Jan.  98 

plans  rapidly  rounding  into  shape.  Sept. 
115 

to  exceed  all  records,  and  list  of  exhibit¬ 
ors,  Nov.  109 

heating  and  ventilating  exhibitors  at  show, 
Dec.  108 

Powers  Regulator  Company,  progress  of  the, 
Dec.  112 

Present  accepted  practice  in  domestic  oil 
burners. 

25.  Hardinge.  Jan.  116 

26.  Petro,  Feb.  118 

27.  Sundstrand,  Mar.  118 

28.  Northern,  May  119 

29.  Vesta.  June  122 

30.  Marr,  July  141 

31.  Aladdin.  Aug.  115 

32.  Remington.  Oct.  120 

33.  Rickard.  Nov.  123 
Present  practice  in  vapor  heating. 

8.  O-E  Perfect  3-in-l  system.  Jan.  107 

9.  Gorton  system,  Feb.  108 

10.  Barclay  system.  May  111 

11.  Richardson  system,  June  112 

12.  Barnes  £  Jones  system.  July  126 

13.  Broomell  system,  Nov.  112 
Pressure,  sectional  control  of  variable  steam, 

Harold  L.  Alt.  Sept.  65 

what  is  static.  Dr.  George  De  Bothezat, 
Dec.  67 

Process  steam  and  its  application.  Morris  A. 
Hall,  Aug.  82 

Pumps,  receiver  and  vacuum,  connections  and 
controls.  Oct.  81 

Purdue’s  new  central  heating  plant.  J.  D.  Hoff¬ 
man,  July  69,  Aug.  64 
Radiant  heat  emitted  from  flat  plates,  scheme 
proposed  by  one  contestant  involves  use  of, 
Apr.  85 

Radiation,  a  method  of  calculating,  for  inter¬ 
mittent  heating,  C.  F.  Wolfsfeld.  Sept.  70 
by  welding,  fabricating,  Oct.  92 
for  residences,  indirect.  Ernest  C.  Whitaker. 
Apr.  71 


Radiator  finishes,  comparative  tests  of,  Feb.  90 
performance,  effect  of  enclosures  on,  July 
104 

Radiators,  A.S.H.  &  V.E.  standard  method  for 
testing,  Apr.  112 

assembling,  testing  and  painting  electric 
steam,  Jan.  87 

Rating  boilers,  heating  engineers  establish 
basis  for,  July  100 

low-pressure  heating  boilers,  code  for, 
Aug.  79,  Sept.  91,  Oct.  85,  Nov.  89 
Ratings,  boiler  manufacturers  and  heating  con¬ 
tractors  in  a  jam  on,  July  91 

of  steam  and  water  boilers,  A.  M.  Daniels, 
Sept.  85,  Oct,  74 

Receiver  and  vacuum  pumps,  connections  and 
controls,  Oct.  81 

Recirculation,  corridor  venting  and  the  cost  of, 
June  91 

Recycling  in  the  oil-burner  industry,  again — 
Apr.  82 

Refrigeration  as  applied  to  air  conditioning, 
A.  Lewis,  Jan.  80 

Research  laboratory  to  be  used  for  commercial 
investigations,  June  92 

residence  in  sub-zero  weather,  heating  the, 
June  88 

“Responsivity”  as  a  factor  in  heating  calcula¬ 
tions,  C.  F.  Wolfsfeld,  Aug.  55,  Dec.  101 
of  interior  walls  and  floors  introduces  im¬ 
portant  factors.  C.  F.  Wolfsfeld,  Sept.  70 
Reynolds,  T.  W. 

cellular  concrete  and  its  heat-insulating 
properties,  Oct.  102 

draft  and  its  part  in  boiler  performance, 
Nov.  78 

heat  transmission  through  hollow  building 
blocks,  Apr.  99 

how  pressure  drop  affects  a  heating  sys¬ 
tem  making  necessary  the  use  of  equal¬ 
izers.  Mar.  95 

Ric-wiL  Company,  progress  of,  Nov.  104 
Riser  capacities,  engineers  and  contractors 
agree  on  steam,  Nov.  61 
Ronald,  Edward  C.,  split  system  of  fan  ven¬ 
tilation  in  school  ventilation  contest.  Mar.  77 
Roof  insulation  proved  in  heating  Eastman 
Theater,  value  of,  Oct.  87 
Roof  ventilators,  a  proposed  set-up  for  testing 
automatic,  George  D.  Beals,  May  59 

notes  on  the  design  and  testing  of  auto¬ 
matic.  A.  J.  Mack,  Aug.  62 
Sale  of  gas  for  heating,  the,  Glciiii  C.-  Carp«ban, 
May  69 

Sales  in  the  oil  burner  mdustry  for  1926-7, 
Feb.  105 

of  oil  burners  graphically  shown,  Aug.  114 
Scale  removal  and  leak  stoppage,  methods  of 
using  the  many  chemicals  available  for  water 
conditioning,  Oct.  95 

School  building,  survey  shows  growth  of,  Dec. 
Ill 

Chicago  school  board  studies  schoolhous¬ 
ing  and  construction.  Dec.  Ill 
hou'ses,  heating  and  ventilation  of  modern, 
Feb.  92 

population  of  the  United  States,  Aug.  77 
ventilation  problem  as  discussed  at  meet¬ 
ing  of  A.  P.  H.  A.,  Nov.  93 
ventilation  contest,  winners  in,  Feb.  69, 
Mar.  77.  Apr,  85 

ventilation  controversy,  opposing  view¬ 
points  in  the  George  Truman  Palmer, 
Jan.  96 

comment  by  S.  R.  Lewis,  Mar.  94 
Schools,  contribution  of  the  engineer  to  com¬ 
fort  and  health  in,  Feb.  95 

the  mechanical  ventilation  of  the  St.  Louis, 
Edwin  S.  Hallett,  Jan.  65,  Feb.  83,  Mar. 
84.  Apr.  79,  May  73,  June  73 
using  ozone,  Toronto,  Apr.  95 
Sectional  control  of  variable  steam  pressure, 
Harold  L.  Alt,  Sept.  65 
Service  and  maintenance  of  oil  burners  for 
large  heating  boilers,  Dec.  89 
Service  problem,  solving  the  oil-burner.  Sept. 
104 

Shawn.  George  B.,  testing  the  efficiency  of  gas- 
fired  warm-air  furnaces,  Oct.  65 
Shipping  rates,  Chicago  oil-burner  interests 
oppose  incVease  in,  Apr.  96 
Short-circuiting  in  heating  systems,  Charles 
F.  Wolfsfeld,  Nov.  71,  Dec.  69 
Simpson.  John,  heating  plants  as  fixtures,  July 
111,  Aug.  86.  Sept.  107,  Oct.  99 
Smoke  abatement  act,  new  British,  June  57 
engineers,  civic  leaders  and  medical  men 
discuss,  July  142 

the  future  of  coal  and  its  relation  to, 
Aug.  88 

work  in  St.  Louis,  Feb.  91 
Smoke  and  pneumonia,  the  relation  between, 
Jan.  97 

Smoke  flue  to  increase  its  capacity,  dividing 
a.  Nov.  101 

Solving  the  oil-burner  service  problem.  Sept. 
104 

Sommer,  William,  a  floor-coil  heating  system. 
Sept.  82 

South  America,  heating  and  ventilating  possi¬ 
bilities  in,  S.  Carrasco,  Dec.  78 


Stamford  Gas  and  Electric  Company  secures 
co-operation  in  advertising  plan  and  starts 
season  with  forty-seven  ■  installations,  Jan. 
93 

State  and  municipal  codes  on  garage  heating, 
Dec.  96 

Static  pressure?,  what  is.  Dr,  George  De 
Bothezat,  Dec.  67 

Steam  control  in  an  intermittently-heated  office 
building,  a  study  of,  William  J.  Baldwin,  Jr., 
Sept.  81 

for  process  work,  compressing  low-pres¬ 
sure,  Norman  W.  Calvert,  July  121 
mains,  capacity  of.  above  20  in.,  July  119 
mains  in  general,  Aug.  69 
piping  systems,  designing,  O.  W.  Motz. 
July  75 

pressure,  sectional  control  of  variable, 
Harold  L.  Alt,  Sept.  65 
riser  capacities,  engineers  and  contractors 
agree  on,  Nov.  61 

Street,  Arthur  L.  H.,  what  the  heating  con¬ 
tractor  should  know  about  law,  June  87 
Swartwout  Company  and  “S-C”  Regulator  Mfg. 

Company  consolidate.  Mar.  117 
Swimming,  lowering  the  high  cost  of,  Thad 
Dean  Wheeler,  May  94 
Technical  Outlook  published  by  New  York 
technical  men.  May  105 
Temperature,  the  cooling  and  ventilation  of  the 
Minneapolis  Auditorium,  S.  C.  Bloom,  May 
53.  June  58 

control  and  economy,  method  of  saving 
fuel  which  combines.  Mar.  108 
resultant  from  mixing  air  of  different  char¬ 
acteristics,  how  would  you  do  it?,  Nov. 
95 

Temperatures,  data  developed  on  variance  of 
roof  and  ground,  Aug.  92 

how  should  smokehood  be  handled  in  the 
code?,  Oct.  86 

Testing  of  automatic  roof  ventilators,  notes 
on  the  design  and,  A.  J.  Mack,  Aug.  62 
the  efficiency  of  gas-fired  warm-air  fur¬ 
naces.  George  B.  Shawn,  Oct.  65 
Theater  air  cooling,  original  design  data  for, 
S.  L.  Goodwin,  Mar.  61,  Apr.  66 

design  of  heating,  ventilating  and  cooling 
equipment  for  two  types  of  theaters. 
Harold  L.  Alt.  Oct.  67,  Nov.  66.  Dec.  78 
value  of  roof  insulation  proved  in  heating 
Eastman,  Oct.  87 

Thermometric  chart  for  human  beings  at  rest 
and  normally  clothed.  S.  C.  Bloom,  June  59 
Training,  picking  the  right  boys  for  engineer¬ 
ing,  Alfred  D,  Fllnn,  June  105 

steam  fitters  to  sell  heating  appliances, 
Apr.  107 

Tusch,  Walter,  heating  and  ventilating  garages, 
Apr.  92 

Underwriters’  Laboratories,  review  of  1926, 
Feb.  110 

Unit  and  fan-and-duct  system,  a  gas-fired, 
Everett  S.  Buck,  May  74 
Unit  heaters,  direct-fired,  show  high  heating 
efficiency,  July  118 

for  factory  heating,  economy  of.  Apr.  98 
in  plants  of  General  Electric  Company, 
Jan.  104 

U.  S.  Chamber  of  Commerce  acts  to  eliminate 
unethical  business  methods.  Mar.  120 
to  work  with  trade  organizations,  Dec.  91 
Vacuum  heating,  practical  application  of  fixed 
differential  to.  Mar.  108 
Vacuum  pumps,  receiver  and,  connections  and 
controls,  Oct.  81 

Vacuum  steam  system,  adaptability  of  over¬ 
head  down-feed,  in  high  buildings,  Harold 
L.  Alt,  Oct.  61 

Vapor  heating  defined,  true.  Mar.  87 
Vapor  heating,  present  practice  in 

8.  O-E  Perfect  3-in-l  system,  Jan.  107 

9.  Gorton  system,  Feb.  108 

10.  Barclay  system.  May  111 

11.  Richardson  system,  June  112 

12.  Barnes  &  Jones  system,  July  126 

13.  Broomell  system.  Nov.  112 

Vapor  heating  system  in  school  ventilation 
contest,  H.  W.  Fiedler,  Feb.  69 
Ventilating  and  cooling  equipment  for  two  types 
of  theaters,  design  of  heating,  Harold  L.  Alt. 
Oct.  67,  Nov,  66,  Dec.  73 

equipment,  Kansas  City  Liberty  Memorial 
heating  and,  Feb.  61 

garages,  heating  and,  Walter  Tusch,  Apr. 
92 

possibilities  in  South  America,  heating  and, 
S.  Carrasco,  Dec.  78 
system  for  moving-picture  theater,  S. 
Carrasco,  Nov.  77 

system  for  moving-picture  theater,  Vernon 
H.  Walther,  Dec.  80 
system  of  Holland  Tunnel,  Nov.  102 
Ventilation,  cave  dwellings,  as  a  solution  of 
weather  troubles,  made  feasible  by  modern, 
Jan.  91 

church  heating  and,  Alfred  J.  Offner,  Jan. 

69.  Feb.  72.  Mar.  68 
contest,  winners  in  school,  Feb.  69,  Mar. 
77.  Apr.  85 

controversy,  opposing  viewpoints  in  the 
school,  George  Truman  Palmer,  Jan.  96 
comment  by  S.  R.  Lewis,  Mar.  94 


January,  1928 


THE  HEATING  AND  VENTILATING  MAGAZINE 


63 


health  and,  Peter  U.  Bryce,  M.D.,  May  92, 
June  104,  July  116,  Aug.  90,  Sept.  109 
how  would  you  do  it?  Oct.  101,  Nov.  95, 
Dec.  99 

movement,  recent  developments  in  the 
window,  Feb,  89 

National  Tuberculosis  Association  becomes 
“uncontrolled  ventilation”  propagandist. 
Mar.  93 

of  garages.  N.  F.  P.  A.  report  on  heating 
and.  May  98 

of  the  Minneapolis  Auditorium,  the  cool* 
ing  and,  S.  C.  Bloom,  May  53,  June  58 
of  the  St.  Louis  schools,  the  mechanical, 
Edwin  S.  Hallett,  Jan.  65,  Feb.  83.  Mar. 
84.  Apr.  79,  May  73,  June  73 
of  schoolhouses,  modern  heating  and,  Feb. 
92 

original  design  data  for  theater  air  cool¬ 
ing,  S.  L.  Goodwin.  Mar.  61,  Apr.  66 
prise  competition  for  moving-picture 
theater.  Sept.  76 

requirements  of  America’s  theaters,  Aug. 
77 

split  system  of  fan,  in  school  ventilation 
contest,  Edward  C.  Ronald.  Mar.  77 
state  and  municipal  codes  on  garage  heat¬ 
ing.  Dec.  96 

the  future  of,  C.  F.  Wolfsfeld.  June  55 
VentUators,  a  proposed  set-up  for  testing  auto¬ 
matic  roof.  George  D.  Beals,  May  59 


notes  on  the  design  and  testing  of  auto¬ 
matic  roof,  A.  J.  Mack,  Aug.  62 
serve  shut-in  building,  gang  of.  Aug.  101 
unit,  in  school  ventilation  contest.  C.  P. 
Bridges,  Mar.  79 

Venting,  corridor,  and  the  cost  of  recirculation, 
June  91 

Vento  heater  connections  for  gravity  steam 
systems,  Nov.  84 

Walther,  Vernon  H.,  ventilating  system  for 
moving-picture  theater,  Dec.  80 

Warm-air  furnace  plant  easily  meets  temper¬ 
ature  requirements  during  January  cold  snap, 
June  88 

Warm-air  furnaces  being  rated  by  new  formula, 
Jan.  98 

testing  the  efficiency  of  gas-fired,  George 
B.  Shawn,  Oct.  65 

Water  conditioning,  scale  removal  and  leak 
stoppage,  methods  of  using  the  many  chem¬ 
icals  available  for.  Oct.  95 

Water  hammer,  thermic  units  for  preventing, 
July  115 

Water  heater,  repairs  to  heating  coil  in,  Oct.  64 

Water  heating  jobs,  estimating  steam  and,  A. 
M.  Daniels,  Dec.  82 

Weather  charts  for  New  York,  Boston,  Pitts¬ 
burgh,  Chicago  and  St.  Louis,  Jan.  102,  Feb. 
100,  Mar.  104,  Apr.  102,  May  102,  June 
106,  Dec.  104 


Weather  charts  showing  monthly  heating  loads 
in  degree-days,  in  New  York,  Boston,  Pitts¬ 
burgh,  Chicago  and  St.  Louis,  Dec.  106 
Weatherstripping  in  reducing  heat  losses, 
studies  on  metal  windows  in  a  modern  office 
building  reveal  effectiveness  of,  Dec.  61 
Welded  house  heating  system,  all,  July  114 
Welding,  fabricating  radiation  by.  Oct.  92 
Westchester  Lighting  Company  Building,  bat¬ 
tery  of  boilers  supplies  steam  for.  Oct.  109 
Wilde  Company,  W.  B.,  reorganized,  Nov.  114 
“Wind-tunnel”  method  of  test  for  ventilators, 
George  D.  Beals,  May  59 
Wind  velocity  and  direction,  effect  of,  and 
other  factors.  C.  F.  Wolfsfeld,  May  65 
Window  leakage  in  skyscrapers,  new  data  on, 
Dec.  61 

Window  ventilation  movement,  recent  develop¬ 
ments  in  the,  Feb.  89 

Wheeler.  Thad  Dean,  lowering  the  high  cost 
of  swimming.  May  94 

Whitaker,  Ernest  C.,  indirect  radiation  for 
residences.  Apr.  71 
Wolfsfeld.  C.  F. 

a  method  of  calculating  radiation  for  in¬ 
termittent  heating.  Sept.  70 
how  to  figure  infiltration.  May  65 
“responsivity”  as  a  factor  in  heating  cal¬ 
culations,  Aug.  55 

short-circuiting  in  heating  systems,  Nov. 
71.  Dec.  69 

the  future  of  ventilation.  June  56 


